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arrives, the tube is slightly inclined towards the contact chamber,
the ball then rolls to the contact chamber, and forces the moving
contact into connection with the fixed one. The time taken can be
regulated between three minutes and sixty minutes, and the current
between 60 and 100 per cent, overload. In the event of a short
circuit, the tube is inclined so much that the weight of the moving
contact is sufficient to bring it into connection with the fixed contact,
the relays operating at once.